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HYSTGR,MODGC "RT |[5O" LIFT TRUCK -I7/Z FT. LiF T TO UNDE} Te 
OP LOAD W/ SPECIAL 72” LOAD ARMS -CAP 15,700 Iie. 
. CLARK FORK LIFT, MODEL“ STALWART 6OUG* GOO thy. GAPACITY 
W/-NINE FooT LIFT AND SPECIAL 7S" +OAD ARMS. 
. “GLOBE” AUTO HOIST DRIVE-ON TYPE, CAPACIT © 3900 tks. 
. "ROTARY LIFT%, MODEL PA-IO- “FREER WHEE! TrP&", BOOT ths CAF. 
. AIR COMPRESSOR, INCHRSOLL RAND CO. !OXI! TYPE BS- 1 WORI- 
ZONAL STRAIGHT LINE, SINGLE STACE,f$OUBLE AcTING, 
SERIAL # B3Z25C WITH DIAL CONTROL V-CRLF DRIVE, Com- 
tLETS With * é 
Ie 1B AMERICAN AIF. INTAKE FILTER 
{[- RE~ SIZE FOWK 7! VERTICAL HSME AIR RECEIVEM con: 
(LETE WITA FITTINGS. ! 
fe ZS CLASS [4 -PL-ID AFTER COOLER COMTLETVE w/AUTOMA- 
TIC ‘CONDENSATE TRAP 
JL YRTYPE K-FRAMG # 445, SOUP, 1200 RPM 3° PHASE ,60 CYCLE, 


Ne #445 BASE % 
"ye CR-Joo-D 54 B FULL VOLTAGE MAGNETIC swiTcH CAT# 
‘ O2323836-a3 L2O-V, 3-THASE GO-CYCLES 
ZIBA-D 442 RELAY HEATER, G.E. 
= TOWER, GALVANIZED. STEEL CASED, MODEL ZOl-i tA, IN- 
DUCED DRAPT CoeUIRG 12 GPM i22O-Y GoEreles sin 
Gite RHASE : . 
1h Z2O-V, SINGLE PHASE, GO CYCLES ,W/ SH DIA. A- 


W3.TO ME 
371.6240 


WoRk. BENCHES AND PARTS RACKS -STD. HEIGHT. 
Fip.& ERTINGUISHER - FOAM TYPE “UNDERWRITERS LAB- 
OPATONIES INC." ON WHEEL CLACS- A,B -177 8S 


B. Fine EXTINGUISHER -*SNO FOG - Movel- 5OA- SEAT 


TYEE -WHESBLED FIRE EXTINGUISHER - CLASS Bra,c-La 
dD 40903 
FORGE - WORKSHOP ¥ 
ExMAUST BLOWER - [4 HP. 39-50 AMP. CIR, BREAKER 
MOTOR -GENERATOR -IKHP- CHARGER BAT ERY- 24 Bats 
CAPACITY» 400 BATS. STORAGE AREA CAF. 
FLECTRICAL DEPARTMENT 
UPHOLSTERY DEPARTMENT- Z- SEWING MACHINES - 
OiL AND GREASE STORAGE RACKS 
STORAGE RACK- FRONT GND PARTS - JIG FOR AS- 
SEMBLIKA OF FENDERS, GRILLES, BTC. OF FRONT END PARTS- 
HOOD RACK - JIG FOR ASSEMBLING HOODS. 


12 PcS. DOLLIES. 
GI-3Z METERS -TRACK «. 
e 


142.497 METERS 
4GT.0949 " 


12 PLAN 


1200 METERS 


. 


Z29.107,M 
© 95.4709" 


“MANILA TRADING 
/ PORT AREA a 


an 


LEG VE BEARING INDUCTOR MOTOR -G.&. . PAINT STORAGE - YAULT- CONCRETE 
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